OLD   FIRST  CHURCH.   OLD    BENNINGTON    VER-        ^1L'  ^. 
MONT    was   built  in    1805   and  is  considered  P^'X.'^Tt^ 
of  the' finest  colonial  church  buildings  in  Anner>«r>?0, 
The  church  burial  ground  is  the  state's  first  c^me- 
tery   and    both    church    and    cemetery    h^^ve  /  ,beeji  ^  ^  ^  \\ 

officially  designated  "Vernnont's  Colonial  Stirine  .      p  ^ 
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